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Health Bulletin — Update 
Status as on Date: 07-06-2020 


e Total number of COVID-19 Positive Cases : 1355 
e Total Deaths : 13 











e Number of treated/recovered cases : 30* (Total discharge : 528) 
*Almora — 13, Dehradun — 10 & Haridwar — 07 


e Total number of COVID-19 additional Positive cases detected after release of Health 
Bulletin (07.06.2020, 2:00 PM) : 14 


District wise Distribution of COVID-19 Positive Cases 
District Lcauernlinad ot Travel History 
Positive cases 
01 — Local vendor from Patel Nagar Dehradun having no travel 


02 — Delhi 

13 08 — Maharashtra 
02 — Primary contacts of earlier positive cases 
01 — Police Staff At Narsan border 


Note : 


e Today, a COVID—19 positive case (79 year/M) expired in Dr Sushila Tiwari Govt. Hospital Haldwani. 
The patient was admitted at Max Super specialty hospital, Shalimar Bagh, New Delhi then referred 
to Dr Sushila Tiwari Govt. Hospital Haldwani after COVID-19 positive confirmation in New Delhi on 
19.05.2020. He was admitted in Dr Sushila Tiwari Govt. Hospital Haldwani on 29.05.2020, treatment 
given, where patient died on 07.06.2020. As per death summary provided by the hospital the cause 
of death is Respiratory failure/COVID-19/Shock. 





